★ TRUE REST MOTEL 

★ U. S. Highways 6(Kand 66 East 

★ AMARILLO, TEXAS 

A distinctive Motel of beautiful Spanish Ranch Design. 
53 Rooms, cooled by refrigeration, with Telephones, 
Radios and Television. Heated Swimming Pool. Only 
five minutes from Downtown. 

2806 East Amarillo Blvd. • Phone EVergreen 3-3318 
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